Aluminum Series LED 
Industrial Light 

For users who want to buy LED industrial 
lighting or cheap LED industrial lighting 
products, you are advised to choose 
Shanghai Leiqiong. We are professional 
aluminum series industrial light maker. 

1. High power A series, the heat sink using 
high quality 160 diameter sunflower 
aluminum, surface oxidation 

2. Use Bridge lux COB led as the light source, 
very bright lumen output 

3. LED driver we 2 choice, one is use Mean 
well driver, and also can use our standard 
CE certificated driver 

4. The reflectors have 4 kinds, aluminum 
120 degree,90 degree and 45 degree, the 
PC reflector is 45 degree 

5. The lamp body and the refactor can 
separated packing, easy for the 
transportation. - See more at: 
http://www.ledskylamp.com/LED- 
Industrial-Light/Aluminum-Series-LED- 
Industrial-Light.shtml 



Copper Center Series 
LED Industrial Light 

This LED industrial lighting for sale is 
applicable for wide voltage AC power supply 
network, environmental temperature is 
around -25°C~55°C. Connect the cables, 
colored cable of lights should be connected 
with ground (having nameplate with 
ground), ground wire, live wire. 

1. Special design, like heat sink with high 
quality aluminum outside and copper 
volume center, makes the C series high 
power LED industrial lighting products 
feature low temperature and longer lifespan. 

2. Light source: CREE LED, less light decay 

3. LED Driver: HLG Series Mean well driver 

4. Four kinds of reflectors are available: 
aluminum 120 degree,90 degree and 45 
degree, the PC reflector is 45 degree 

5. Easy to transport since the lamp body 
and reflector can be separated packaged. 

6. Warranty: 5 years 

7. UL listed - See more at: 
http://www.ledskylamp.com/LED-lndustrial- 
Light/Copper-Center-Series-LED-lndustrial- 
Light.shtml 



H Series LED Industrial 
Light 

H series cheap LED industrial lighting for sale 
here! We provide LED industrial lamp 
wholesale at reasonable LED industrial 
lighting price for our dear clients. 

1. High power H series, the heat sink using 
high quality aluminum outside, and the center 
is copper volume, very good to make the 
temperature low, and make the life time very 
long 

2. Use Bridge lux COB led or SMD LED as the 
light source, very bright lumen output 

3. LED driver we use Mean well driver, HLG 
series 

4. The reflectors have 4 degrees. 25/45/60/90 
degree 

5. Very powerful, can install at more then 
20meters high place 

LED industrial lamp wholesale is a good choice 
to save money! 

- See more at: 

http://www.ledskylamp.com/LED-lndustrial- 
Light/H-Series-LED-lndustrial-Light.shtml 



Alum Extrusion Series 
LED Industrial Light 

LED industrial lighting products are our 
hot-sale products. LED industrial lighting 
China usually is popular in international 
markets and we are also popular for our 
high quality. 1. E series high power LED 
industrial light , with heat sink using high 
quality aluminum outside and center heat 
phase changing technology. The speed is 
much quicker than the normal aluminum 

2. Different kinds of reflectors available, 
like aluminum 120 degree,90 degree and 
45 degree 

3. This kind of LED industrial light china is 
easy to transport since the lamp body and 
the reflector is packaged separately. 

4. Light source: Bridge lux COB LED, with 
bright lumen output 

5. LED driver: Mean well driver, standard 
CE certificated driver - See more at: 
http://www.ledskylamp.com/LED- 
Industrial-Light/Alu-Extrusion-Series-LED- 
Industrial-Light.shtml 



Alum Fins Series LED Industrial Light 



This LED industrial lighting China is applicable 
for wide voltage AC power supply network, 
environmental temperature is around - 
25°C~55°C. Connect the cables, colored cable 
of lights should be connected with ground 
(having nameplate with ground), ground wire, 
live wire. 

1. F series high power LED industrial light china, 
the heat sink of which uses qualified 
aluminum material. 

2. Light source: COB LED 

3.2 kinds of LED driver: Mean well driver and 
CE certificated driver 

4. In comparison with traditional industrial 
light, it is easy to be installed 

5.4 kinds of reflectors available 

6. High quality and good performance 

7. Eco-friendly and energy-saving - See more at: 
http://www.ledskylamp.com/LED-lndustrial- 
Light/Alu-Fins-Series-LED-lndustrial- 
Light.shtml 



